7-21

Type of Beer

TABLE 7-8

NDMA in Different Types of Beer
in the Federal Republic of Germany3

No. of  % positive      Mean,    Maximum,
_____  Samples  (> 0.5 pg/liter) ug/liter yg/liter

Top fermented pale ales         22               23

Alcohol-free and diet             16               69

lager beers

Pale lager and                           42               67

export lager

Pilsen lager                               54               65

Pale strong lager                     25               76

Top fermented dark ales         25               76

Dark lager and dark                 22               68

strong lager

Rauchbier (from                           9             100

smoked malt)

All types                                   215               66
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aFrom Spiegelhalder et al., 1980b.

TABLE 7-9
NDMA Levels in European Beersa

Country

Austria

Belgium

Denmark

France

German Democratic Republic

Great Britain and Ireland

Soviet Union

Sweden

Switzerland

No.  of
Samples

12
16

5

21
11
14

5

5
10

Mean,
pg/liter

3.0
1.3
0.5
1.7
0.6
2.7
1.0
0.3
1.6

Maximum,
yg/liter

10
12

0.5

7.0

1.0

8.0

2.5

0.8

9.0

aFrom Spiegelhalder et al. ,   1980b.